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The AIA Brand Research and Platform Development 


By Dan Rothschild, AIA, President of the Board 


focus of this year’s president message is 
the relationship between the AIA brand and you. In Janu- 
ary, branding was defined and explored. In March, the mes- 
sage focused on one of the essential pillars of our brand, 
the AIA code of ethics and professional conduct. 


This article will describe the AIA brand research and plat- 
form development. Your board of directors invited Jamie 
Rice of Carton Donofrio Partners, lead consultant for the 
project, to their retreat this year. The following is a combi- 
nation of information from Mr. Rice's handouts and notes 
from his presentation: 


Purpose 

At the request of the national AIA Board of Directors, an 
initiative was undertaken to define and unify the values of 
the AIA brand across all chapters and across all constitu- 
encies. By creating a shared understanding of the AIA 
brand, the branding study will maximize the value of the 
AIA in every contact, and the profession will be empow- 
ered, inspired and strengthened. 


Dualities of the AIA Brand 
The challenge of the AIA brand is one of balancing be- 
ween a series of dualities: 


Individual vs. Collective — Architects are trained to cel- 
ebrate innovation and individual difference. Yet, the AIA is 
the collective of the profession, where architects are brought 
together in one organization. 


Design vs. Design — The passion of the architecture pro- 
fession is design. There is a tension between what archi- 
tects love — design — and what architects need in order to 
practice. 


Innovation vs. Standards — Architects cherish innovation. 
However, the AIA has been extremely effective at setting 
Standards for the profession, from universal building codes 
to ethical standards. Standards are the emotional opposite 
of innovation. 


Change vs. Heritage - Members, even those new to the 
profession, value the heritage of the organization and the 
connection to the history of architecture. At the same time, 
many see it as stodgy and stuck in old ways. 


Findings 
A summary of the findings of the branding study is as fol- 
lows: 


1. The most important value for members is the simple act 
of coming together. Architects like to be with other archi- 
tects as they share a common culture, language and pas- 
sion. Coming together is not just a social value. We come 
together to learn from each other. 


2. There is an enormous pride in the work of the profes- 


sion, both by members and by staff. And there is great 
pride in the heritage and permanence of the AIA. 
3 
t 


. Its all about what happens in local communities. While 
here are many things that can best be accomplished on a 
national level, the real power and connection are at the 
local level, especially in “knowledge communities” that 
hare a common interest. 


S 
4. The AIA is a knowledge facilitator, not a knowledge cre- 
ator. Members do not see the AIA as a research institute. 
They see the AIA as a place where knowledge can be shared 
and learning can take place. 


5. AIA is a powerful credential. Members who don't 
have the authority of their own reputation or their firm's 
brand turn to the AIA brand to validate their professional 
status. The public sees the AIA as a credible source of 
information. 


6. AIA means Architect. The perception of the AIA is linked 
to the perception of architecture in general. The public does 
not understand or care about the differentiation between 
AIA members and non-AIA affiliated architects. 


7. Members’ connections with the AIA take three essen- 
ial forms: national, local/state, and individual commu- 
nities of interest. Their experience with each is likely to 
be different. 


Brand Platform 

The brand platform is expressed through a visual presen- 
tation of all its elements: the brand essence, brand aim, 
and brand characteristics. It describes how it makes an 
AIA member feel, as well as how the AIA demonstrates 
commitment. If you would like to see the visual graphic, 


go to www.aia.org/brand, page 19. You may also view the 
entire report. 


Manifesto 

The consultants also drafted a statement to elicit feedback 
from the membership with essential characteristics in the 
following areas: 


Community— Create opportunities for all architects to con- 
nect with each other. 


Knowledge — Add to and facilitate the sharing of knowl- 
edge about design and practice. 


Advocacy — Give voice to shared values as architects in 
order to influence the shape of our environment. 


Conclusion 

Each of us has an essence of who we are as individuals, 
just as we do as a collective. The AIA branding study was 
undertaken to express our sense as a collective in order to 
make us more effective. 
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achieve the best results. 


from the top 


Mars or Venus? Black or White? .,.... ....... 


My husband is an engineer, civil. My father is an engi- 
neer, chemical. My husband eats each food on his plate 
separately never mixing vegetable with potato or potato 
with meat. My father does the same thing. My husband 
sees the world in black or white, right or wrong 
and | daresay my father is only a little bit less ex- 
treme in his view. | have heard it said that women 
marry their father and men their mother. In my case 
it would be appear to be true but in reality my hus- 
band and my father are very different. My husband's 
favorite retort to me is that | just do not think the 
way he does. He's right. | confess | have even com 


pletely rephrased a question and asked it agai 


= 


because | cannot allow myself to believe his an 


swer. And usually, | am right. He didn't understand 
the question the first time around or he is coming 
at it from a point of view that | never in my wildest 
dreams anticipated. Our relationship is a perfect 
illustration of the book, Men are from Mars, Women are 
from Venus. 


n 2001, AIA Pittsburgh began a project with Riverlife and 
PennDOT to redesign the barrier on the top deck of the 
Fort Pitt Bridge. At first, | thought | had been set down on 

ars. Fortunately, the collaboration involved keener minds 
han mine which helped break through the formidable com- 


munication differences. The first and most important task 
was to build the trust among the participants in this forced 


marriage. PennDOT had not been receptive to our efforts 
to open discussion about the barrier design until Governor 
Ridge prevailed upon Secretary of Transportation Roger 
Mallory to at least listen. Finally, the order reached 
PennDOT District 11 and we were in business. Our early 
meetings were like a slow dance. We would answer all the 
objections raised and leave the meeting sure that we had 
made progress. At the next meeting, there would be a whole 


new set of objections and we'd work through those. Fi- 


nally, we reached the point where we had a charette to get 
some basic designs which then had to be tested to see if 
hey could meet the safety standards. It was fun. By that 
point, everyone was reasonably used to everyone else and 
he love of design overcame any other differences. From 
my vantage point as observer and note taker, | remember 


eaving that day thinking that we might have actually (in a 
small but important way) begun to crack the PennDOT 
culture that did not welcome input from other groups. 


eedless to say, | was disturbed to see a recent article on 
the front page of the Pittsburgh Tribune Review taking 
Riverlife and other community groups to task for adding 
costs to recent PennDOT projects. The article was sprinkled 
with negative comments from the then District 11 Execu- 
tive Ray Hack. And he was one | thought we had converted 
at least a little! A subsequent article in the Pittsburgh Post- 
Gazette on his retirement put those comments in 
perspective. .. pot shots. 


All of this left me thinking that while we got a much better 
barrier, did we make any headway with the Martians? Is 
my husband a mini-PennDOT? Is communication and col- 
laboration always a problem with the engineers or are my 
experiences an exception? This led to a lunch time ses- 


sion with some willing volunteers while | peppered them 
with questions about working with you. My thanks to John 
Schneider, Atlantic Engineering, Tony Morroco, GAI Con- 
sultants and Dale K. Earl, Fahringer, McCarty, Grey, Inc. 
for putting up with me all in the name of furthering col- 
laboration with you. | confess, occasionally, | saw my hus- 
band peeking out from behind a black or white statement 
but mostly | heard understanding and commitment for a 
process of working together to achieve the best results. 


| might as well have been in a room full of architects. 


news 


McGraw Hill Report: December '03 Construction Contracts 


Total construction was up 3% in 2003 to $518.6 billion, following 1% growth for total 
construction in 2002, according to McGraw Hill Construction. New construction declined 
296 in December, 2003, to a seasonably adjusted rate of $532.6 billion. The housing sec- 
tor remained steady at a high volume in December but declines were reported for nonresi- 


dential building and public works. 


The December data produced a 160 reading for the Dodge Index (1996-100) down from a 


revised 164 for November. For all of 2003, the Index came in at 156. The initial months of 


2003 were relatively subdued, with the Dodge Index averaging 150 during the January- 


May period, before contracting picked up during the second half of the years. Overall 
construction was healthy for the year due to the high volume of single family housing. 


Other sectors such as i 


stitutional and public works and commercial building were down 


Monthly Construction Contract Value 
Seasonally adjusted annual rates, in millions 


DECEMBER 2003 NOVEMBER 2003 % CHANGE 
Nonresidential building $142,044 $146,340 -3 
Residential building $294, 697 $293,364 - 
Nonbuilding construction $95, 885 $104,911 -9 
Total Construciton $532,626 $544,615 -2 
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Correction 


In the March issue, Co/umns erred in citing the contractor for The Children’s 
Museum. The contractor is Mascaro Construction Company LP. 


Columns wants your ideas 


Columns welcomes story ideas, book reviews, photos, articles and suggestions. Please 
contact the editor at tcerto@adelphia.net or (412) 563-7173 


UPCOMING ISSUES 


- May 
Phipps Conservatory and Botanical Gardens 
More on the new state building codes 
Community Design Center news 
- June 
Historic Preservation Issue (We welcome submissions!) 


BUILD 
pittsburgh 


SHARING knowledge SHAPING community 


Build Pittsburgh is a two day conference (formerly TRI-AIA) with informative, issue-oriented 
presentations and discussions. An opportunity to learn, grow and network with the region's top 
professionals. Registration information at www.aiapgh.org, or call 412-471-9548. 


APRIL 23 — 24 UNION TRUST BUILDING e Two Mellon Center 501 Grant Street 


PHOTOS BY TRACY CERTO 
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A ROUNDTABLE CONVERSATION 


MODERATOR 
AJS: Anne J. Swager, Hon. AIA, 
AIA Pittsburgh 


THE PANEL 

(pictured above, left to right) 

JS: John Schneider, Atlantic Engineering 
AM: Anthony F. Morrocco, GAI Consultants 


DE: Dale K. Earl, Fahringer, McCarty, 
Grey, Inc. 


AJS: You are all in a position where you collaborate with 
architects every day. | thought exploring the issue of how 
that collaboration works would be something the mem- 
bers would enjoy reading about. Let's start with the idea of 
collaboration and what it means to you and your practice. 


AM: Architects are the first guys in the door; they're usu- 
ally on the team whether it's a landscape architect working 
on a master plan or a building architect. As engineers we 
need to understand that they're setting the tone and the 
development of the building including aesthetic issues. 
Our job is to make their ideas work and when we under- 


stand that—after working for years and years with archi- 


tects—we develop a mutual respect. There are certain ar- 
chitects you work with all the time so you get to know 
where they're coming from and that makes your job a lot 
easier. Once they know and respect you then any sugges- 
tions you have are a lot better received. I've always found it 
a pleasurable experience working with architects, landscape 
and building architects. So | know what the overall goal of 
the project is, they're setting the tone and we can make it 


work and make it cost effective and, as long as they listen 
to our ideas and take our suggestions, whenever they are 
appropriate, it makes you feel very welcome. 


JS: | think that the biggest key for collaboration is for both 
sides, but primarily engineers, to be flexible. A lot of engi 


neers come out of college with the belief that every prob- 
lem is very clear and defined and could be solved in ample 
time if they have plenty of sheets of blank paper and calcu- 


lators and computers. That's just not the way the real world 


is. The architects get cornered with questions from own- 
ers asking them to do ridiculous things in ridiculous time 
frames and so they need us to not jump down their throats 


when that happens. Recently an engineer, not from this 
area, made a comment in a meeting about needing infor- 
mation. His exact quote was "| need everything before | 


can design anything." | just don't believe that. | think we 
have to be a lot more flexible than that if we want to col- 
laborate well. 


DE: There are lots of duos that have been successful over 


the years in other professions but I think there is a short- 
age of them in the A/E Industry. There are a few that have 


worked on a national level over a period of time. Part of the 


process is to have people who respect each other, first of 
all, that have an understanding of what the goal is, and a 


willingness to listen to someone else. Most collaboration 


starts out with that sort of an approach; however, for a col- 


feature 


laboration to be successful it has to have all parties share 
the same vision and that's a very difficult thing to do. 


They can have the same goal, to provide a good product 
for their client and for society but if they don't have the 
same vision for what that may be—it may not be in how 
something looks or how it functions—but that it has a 
certain aesthetic or a certain functionality to it. If both par- 
ties understand that then you can achieve a collaborative 
process. My inclination is to believe that all collabora- 
tions work in some fashion or another. They either work 
because the parties are collaborating or they're not col- 
laborating and they go their own ways and finish their own 
tasks—they do what they were asked to do but they don't 
exchange input. In the end they put out a product that meets 


the goals—not the vision—but the goals of the client. But 
those few occasions when they both share that same vi- 
sion | think you get something that's better than the sum of 
the parts and that's really ideal. 


AJS: Who has to define that vision? If it were a perfect 
collaborative world would one person define that or would 
you arrive at that together? How do you get to the point 
where you are all sharing the same vision? 


DE: Normally maybe 40 percent of our work is a collabo- 
rative effort where we are working with an architect some- 
where. It’s a rarity that we're working for the architect—we 
are working for the client separately and that tends to level 
the playing field. If l'm a sub to the architect then there's a 
different attitude than if | am hired directly by the client 
and the client has identified the potential for collaboration. 
It happens more than people think if you're talking about 


strictly engineering. Some firms have certain strengths that 
a client may be looking for and he wants that strength and 
he fears that if he chooses “Architect A” over "Architect B,” 
"Architect A" may not pick that particular firm so he hires 
them directly. 


The vision can be shared early if the client is aware of what 
his vision is and he wants to put the right team members 
together that easily can accomplish the vision. In Pitts- 
burgh | think there is very little collaboration that you could 
point to as being very successful. Very few. And I'm talk- 


ing about projects that we might all recognize and know. 
Some of the strictly engineering type projects like bridges, 
such as the 40" Street Bridge—that was a tremendous 
collaboration that was forced upon Benno Janssen and 
James Chalfant who was the county engineer. In my pro- 
fession, I'd say Point State Park was a successful collabo- 
rative effort. Stotz was the architect and Griswald was the 
landscape architect and together they created it. Are there 
many of those? | don' think there are, but there are occa- 
sions where someone has a unique idea and everybody 
on the team shares that vision. 


AJS: Could you live with a forced marriage and do you 
have to often? 


AM: I've been in forced situations, some of them pleasant, 
anda lot of times it's a good opportunity to work with some- 
body different and learn some new things—development, 
a new business relationship, and possibly teaming in the 
future. Even the ones that don't work out as well—you 
have to make an extra effort and keep the goal in sight and 


not make the client suffer because the relationship isn't 
working very well. 


AJS: Lets say an architect has answered an RFP and is 
told who the landscape architect and engineers are going 
to be on the team. If it doesn't work out, do you go back to 
the client or are you able to work it out among yourselves? 


AM: I've seen it both ways. I've seen where you can work it 
out. I've also seen where you don't want to but you have to 
go to the client. You must inform the client, what it comes 
down to is, we're waiting for things from the architect so 
we can't meet your schedule. We can't get the architect to 
understand our needs so could you please get him to hit 
these milestones? We can't be given something today and 
expect to get it out tomorrow. There are times when you 
have to go to the client but I think 99 96 of the time, you 
can work it out yourselves. 


JS: | have this dream of making the project the entity that 
everyone is interested in satisfying. | don't mean the owner, 
| mean the project, whatever it is, so that everybody an- 
swers to that. The owner may have his own agenda be- 
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cause the owner's not just serving himself necessarily, he 
may be a developer leasing it so he may be interested in 
the bottom line. If it's the right thing to do for the project, 
then a lot of these conflicts would go away because every- 
one is answering to an entity, not a human being. | have 
this dream that someday it will happen because it seems 
like we always have some conflict and then the finger point- 
ing starts. 


AJS: So you almost answered the 
question of how can we improve col- 
laboration. 


JS: When | say answering to the 
project, that could be many different 
heads too. It's not necessarily the most 
beautiful building; it could be the 
schedule, the functionality, energy efficiency, it could be 
many different things that everybody wants to appoint as 
the ultimate entity to satisfy. That has to be decided and 
then everybody can share that vision. 


DE: Architects historically were and they continue to be 
the point persons in most design problems. Because of 
that they have upfront meetings that allow them to under- 
stand better the client vision. If you're 
working at some other level on the pyra- 
mid you forget that the vision of the cli- 
ent and the architect is more important 
than that small aspect you are working 


t 


on. | like to use a phrase from an Eagles’ 


song Hotel California that “you can 


At one point an 
architect was the 
master. Have things 
begun to evolve 
differently, especially 


feature 


AM: In different disciplines of engineering the collabora- 
tion is different. There are a lot of pieces to putting a build- 
ing together. What a civil/site engineer does is more like 
whata landscape architect does. There are things that they 
both can do and sometimes the scope gets mixed up so 
it's good to get that sorted out up front. 


DE: | think historically the relationships have changed. In 
the 60's when | started practice | think the functions were 
more separate. A lot of the firms here in Pittsburgh, espe- 
cially the smaller firms, are now much more open to col- 
laborations. They're different thinkers then they were 40, 
50 years ago. There is more openness on the part of archi- 
tects in general to find out what it is that someone else has 


to offer. They're willing to listen more and share their wis- 
dom with you than they were years ago. 


AM: Design builds have changed things a lot, too — ev- 
eryone in the working relationship has to mesh because 
you've got to get some preliminary designs done before 
you can get the project. 


AJS: At one point an architect was the master. Have things 
begun to evolve differently, especially now that we con- 
sider green building and designing for the whole system? 


DE: | would agree with that, especially 
from the site/civil side. From the site/civil 
side there are lots of things that can be 
done and | think that architects are aware 
that other disciplines have potential to 
provide something. There's a lot of left 


: now that we consider side/right side of the brain reality in the 
check out anytime you want but you can e . 
: \ \ green building and world. Engineers usually create proto- 
never leave.” In collaboration often dif- ae . . 
designing for the types, something that can be duplicated, 
ferent team players check out—they / \ , , 
whole system? but obviously you can’t duplicate build- 


say, I've tried to portray some element 
of what | think is significant to the so- 
lution and if the guy at the top of the pyramid doesn't want 
to listen to that well then I'll just finish my job and get it 
done—'ll just check out—and suddenly the collabora- 
tion process falls apart like a bunch of Lincoln Logs. That 
happens probably more than 50 percent of the time. 


ings or architects would be out of busi- 
ness. You have to continually generate 
new ideas and | think the green industry does bring in the 
site/civil side a little more. There are new ideas; some of 


them are highly usable in this environment and many of 
them are not. 


feature 


AJS: What about architects designing bridges? To cite an 
extreme example of someone using left and right sides of 
the brain, Santiago Calatrava. 


DE: The people that rise to the top are the people who can 
mesh the left and right side thinking, people who under- 
stand that there are aesthetic issues as well as functional 
issues. Engineers usually try to solve a problem or func- 
tion such as moving cars across the river and it doesn't 
matter to them if a bridge looks attractive. Those few indi- 
viduals who have the ability to flip from one side of the 
brain to the other are the ones who are more open to col- 
laboration, who know there is somebody else that has 
something to offer. The final result is better than the sum 
of the individual parts. And that really is collaboration, 
when everybody does the best they can do and yet takes it 
to another level. 


AM: In some areas you can see what has been done by 
public agencies and it sticks out—it just doesn't blend 
in with the rest of the background. So in certain situa- 
tions—especially around the cities, it would be great to 
have architectural input on bridges. But l'm not a bridge 
engineer and you might get a different answer from a 
bridge engineer. 


AJS: Do you think collaboration adds time to the process? 


JS: Initially it adds time because it takes a while to get 
used to how the other person thinks. In a long term rela- 
tionship with a client, the collaboration will actually cut 
time because you tend to know what the other's thinking 
before they can even say it. 


Getting back to your comment about architects design- 
ing bridges | think that's a wonderful idea. I've never de- 
signed a bridge other than a pedestrian bridge—but | 
have dealt with a lot of aesthetic issues of exposed struc- 
ture in buildings. And my left side of the brain does not 
have the capacity of an architect's so | can appreciate what 
an architect offers because that actually gives me more 
ammunition in my pocket for next time. So much of this 
business is experience and what you have learned over 
the years. When someone questions you—you can show 
them an example. 


AJS: Collaboration requires team work so I'm curious how 
your education reflects that—were you involved in many 
group projects in college? 


AM: Yes, as engineers we did a lot of group projects— 
computer projects and programming, and group structural 
projects. We had to work in groups on survey crews. | was 
exposed to a lot of group projects and | thought that was a 
very positive way to learn. 


JS: We collaborated not because it was the assignment 
but out of convenience for the help it offered. For instance 
in our senior thesis—analyzing a building—1 had to ana- 
lyze electrical, mechanical, plumbing and site issues as 
well.Since my emphasis was in structural | would talk to 
someone in mechanical. | really wanted to be an architect 
and a part of me likes to know everything about a building 
not just my piece of it. 


DE: | started Penn State in '60 when landscape architects 
started school with architects. | don't know if they still do 
that or not but it was interesting because you could see 
how people approached problems differently. We had 
Patrick Horsbaugh, an architecture professor at Notre Dame 
who was very big on collaboration. He wanted to eliminate 
the words architect and engineer and call them all 
"omnitechs". He was constantly forcing us to work be- 
tween the two departments. We had a project designing 
the ultimate air shelter and we were thrust together—ar- 
chitects, engineers, parks and recreation, landscape ar- 
chitecture. | decided that rather than an architectural solu- 
tion we should approach the problem from a social and 
psychological perspective. So | thought about how much 
space people would need and started to find areas—the 
interaction of spaces. They weren't architectural plans but 
more about the relationship of the people. The architects 
thought this was great—it actually won the competition. 
That was an early collaboration that stuck in my head. Then 
in my senior year we had a project that grouped people 
together again and at that point it seemed to work because 
as you're getting close to graduation you finally learn what 
you have to do to get something done. 
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Lancaster Orthopedic Center 


DESCRIPTION: Four-story atrium roof framing 
during construction 


STRUCTURAL ENGINEER: Atlantic Engineering 
ARCHITECT: IKM Incorporated 

OWNER: Lancaster General Hospital 
LOCATION: Lancaster, PA 
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Summerset At Frick Park 


PROBLEM: The liability of a 200 acre solid 
waste dump in the City of Pittsburgh 
SOLUTION: A Public/Private partnership that is 
transforming this eyesore into a viable 
residential community and the addition of 700 
homes to the city’s tax base. 
MULTI-DISCIPLINARY CIVIL ENGINEERING 
SERVICES: GAI Consultants 


ARCHITECT: Looney Ricks Kiss 


LANDSCAPE ARCHITECT: LaQuatra Bonci 
Associates 


OWNER: Urban Redevelopment Authority of 
Pittsburgh 


JS: What I'm concerned about is how technology is affect- 
ing collaboration. We got to a point when the internet was 
“the thing” and everything was done on the internet and 
people said, oh we don't have to meet—I can just send 
you a drawing. It's like leaving your spouse notes and not 
seeing him or her. After awhile you're not communicating 
anymore, you're just trying to write the 
shortest note. Lately | have seen more 


feature 


AJS: Do you find a lot of peer review in your profession? 


JS: It's nota formal event but we do it all the time. If | have 
something that I've never done before or it's just a little 
different to me, I'll go around and ask what do you think 
about this, am | crazy? Now just so you know, | don't know 

if this is true for all the engineering dis- 


ciplines but some states are legislating 


| The final result is that now. For instance, in Fairfax County, 
um contact and | think that's a good better than the sum of "——— 
In , . ie 
. the individual parts. structural design. In Massachusetts it's 
DE: | believe technology hurts collabo- And that really is statewide. 


ration as a rule of thumb because when 


collaboration, when 


AJS: How come? 


people put something on a machine they everybody does the 

are less willing to make the change. So best they can do JS: Well, Massachusetts primarily be- 

when you put something in an email to and yet takes it to cause it's a substantial seismic zone so 
another level. 


me it looks like you've got the final lay- 
out of whatever it may be. When you can 
ook at hand drawings | think people look at them as being 
ess concrete and | think that technology stymies collabo- 
ration, it doesn't help it. 


t certainly makes it easier to communicate—we send stuff 
back and forth—so you're collaborating to some degree 
but the resulting product is stymied by that technology 
because it looks like a finished product and it isn't. 


JS: | would have to agree with you. 


AM: Collaboration has taken on a different meaning to me 
in the last 15 years. | used to work at a firm that only of- 
fered services in one discipline-Land Development. At GAI, 
a multidiscipline engineering firm, | now find myself col- 
laborating with the other technical groups within the com- 
pany—you have to be careful because sometimes you col- 


laborate better with an outside sub consultant because you 
know that you must. When utilizing your own in-house 
forces,you want to make sure that you still walk upstairs 
and talk to the various personnel within the inhouse groups 
that are involved in your project. 


that's a requirement. Any project has to 
have a third party review and you will 
not get your permit until the letter is signed and sealed by 
that third party reviewer saying everything looks good. 


DE: As landscape architects our drawings are going to a 
municipality so there is a municipal engineer who reviews 
them. It goes back to collaboration—why engineers don't 
sense the problems that the architects have; in other words 
architects are subjected to peer review at a public level— 
you cultivate competitions where you're a winner or a loser. 
Engineers are not really subjected to that sort of ridicule— 
its almost like being an actor or a dancer—you go in front 
of a group of people and they say you don't have the ability 
you might as well leave. | think that's sort of what archi- 
tects are faced with, on a broader based exposure, to peer 
pressure as peer reviews. The AIA runs a terrific competi- 
tion and | think it's handled well in the publications. But | 
believe that's why many times architects are reluctant to be 
collaborative because they know that their project is sub- 
ject to peer review and someone will come along and judge 
it. So architects want their final product to reflect their vi- 
sion. | would do the same thing, | would want to control it 
and make it as best as possible in my vision. 
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AIA PITTSBURGH PRESENTS 


My Architect: A Son’s Journey 


At the Harris Theater, Robert Boudreau, founder and music director of the American Wind Symphony, 
spoke briefly about architect Louis Kahn and his 13-year friendship with him. COLUMNS later interviewed 


him to find out more. 


In 1960, when Robert Boudreau first started to work with 
Louis Kahn on “the boat” for traveling musical perfor- 
mances, he asked the architect how much it was going to 
cost. That was a mistake, Boudreau said. “It was not the 
question | should have asked. He said that's not a place to 
start from, Robert. You have to start with the concept. With 
the dream." 


Dreaming was essential to the architect who designed the 
Jonas Salk Institute in La Jolla and the extravagant capital 
building in Bangladesh. "The poorest country in the world!” 
exclaimed Boudreau. “How did he ever get the people to 
believe in it? That's what an architect does more than any- 
thing else. He makes people believe it can happen. He made 
me believe that.” 


Kahn was highly inquisitive, said his friend, and a “super 
learner, about everything.” Once when Boudreau asked 
Kahn how he kept doing architecture, when there were al- 
ways 50 many impediments and things never seemed to 
run smoothly, Kahn replied, 'I always remain the child.’ 


A child never sees a problem with someone saying no, 
said Boudreau, so many things simply didn't bother him. 
He found ways around them. For instance, there were a 
great number of restrictions on the first boat he built for 
the American Wind Symphony. “I needed a 30 foot stage 
for musicians,” explains Boudreau, “yet it had to go through 
17-foot locks." He also required a 25-foot high proscenium 
yet the boat had to slide under a 10 ft high bridge on the 
Thames River. The solution? "He designed two steel walls 
that were part of the floor, one 100 feet long, the other 
about 90. Two people on either side winched them up on 
chain pulleys. So the boat was 17 feet wide but when the 
walls became extensions (of the floor), we had 10 feet more 
on each side." 


That wasn't the least of the challenges. "When we went to 
J.J. Henry's, a naval architect, he looked at the model and 
said ‘Mr. Kahn, it's very pretty but it's going to sink." It didn't 
bother him a bit. He said, 'Okay, what do we have to do to 
make it float?" 


Although the two men were close until Kahn died in 1973, 
Boudreau says the architect, who had a daughter with the 


woman he was married to throughout his life, never men- 
tioned his son, Nathaniel, by another woman, nor his first 
daughter by yet another. "He kept his personal life sepa- 
rate from business although he did talk about his daugh- 
ter, Sue,” said Boudreau. It wasn't until Kahn's funeral that 
Boudreau learned of Nathaniel Kahn, the son who made 
the film, who was then eleven years old. The two have since 
become very close. "Nathaniel has become part of our fam- 
ily. He's his dad. He had no money at all and yet he made 
this film." 


The film has been favorably reviewed in its national re- 
lease and Boudreau has heard from several people across 
the country interested in "following my boat". He has seen 
the movie three times so far and laughs outloud and cries 
silently each time. “His son has done something special 
for his father, more than what his father did for him,” as- 
serts the musical director who has great respect and rev- 
erence for Kahn. Of the four people who had exceptional 
influence in his life, Kahn was one. The others were 
Boudreau's dad who was a rabbi along with Henry J. Heinz 
who helped fund his organization and Ted Haslett. 
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Kahn also designed a second boat for the American Wind 
Symphony and, although Boudreau didn't ask about the 
cost, he charged only $4,000 to cover some expenses for 
the $5 million project. Boudreau surmises the miniscule 
fee was due to the fact that Kahn wanted to help the orga- 
nization which he admired, particularly in its training of 
young musicians. 


“He loved the arts and loved what | was doing for young 
people,” said Boudreau. As the director knew by then, it 
was the concept, the dream, that enveloped Kahn, not the 
money. He died $500,000 in debt. 


With a legacy of architectural treasures and a reputation as 
one of the greatest architects of the century, Louis Kahn 
died alone in the men's room at Union Station. Since he 
had crossed out his address on his 1.D. (Nathaniel’s mom 
speculated that it was because he was on his way to be 
with them, an idea her son disputes) his body was in the 
morgue three days before being identified. 


The film, which has been playing at local theaters, was 
nominated for an Academy Award. 
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“My Architect: 
A Son’s Journey” 
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Robert Boudreau and his wife Kathleen prior to the 
AIA screening of the Academy Award-nominated 
film My ARCHITECT. 


PHOTOS BY TRACY CERTO 


On February 19^, more than 100 architects and 
guests along with 50 Carnegie Mellon students 
packed LaPrima Espresso for an AIA Pittsburgh 
reception prior to the sold-out screening of My 
ARCHITECT: A Son’s Journey at the Harris Theater. 
Audience reaction? A must-see. 


This event was generously 
sponsored by HIGH/Altus Group 
and The Pennsylvania Concrete 

Promotion Council. 
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New Building Codes 


Present Big Opportunity for Profession 


The new state building codes, which will be uniformly en- 
dorsed throughout Pennsylvania, present architects with 
an “excellent opportunity to raise the profile of the profes- 
sion across the state,” said Maureen Guttman, AIA. It is, 
she added, the single most important piece of state legis- 
lation impacting our profession in the last two decades. 


As she tours the state to present a workshop on the new 
State law and how architects will be affected by it, Guttman 
is underscoring the idea that architects have much to gain 
and much to offer from the new codes. The key is making 
themselves the point people. “Architects can be the pro- 
fessional group the public turns to for guidance on this 
issue,” she said. “Our experience in using building codes, 
as well as our professional obligation to the public health, 
Safety and welfare, makes us a logical and reliable resource 


for building code implementation. 


“I'm urging my colleagues to consider the gradual erosion 
of our profession over the past twenty years: Interior de- 


sign, construction management, programming — we ve 


allowed these components of architectural practice to be- 
come independent professions. Here's an opportunity for 
us to lay claim to an important aspect of what we do before 


someone else declares ownership of it. 


“It's up to us," said Guttman. “If we rise to the challenge 
and choose to link this with our professional license. This 


is the playbook for our game and we should seize the 
opportunity." 


April 9" is the official date the codes will start becoming 
law, and be enforceable for state-owned buildings and el- 
evator work. It will vary by municipality depending on the 
date each takes official action to adopt the law. By mid- 
August the codes should be fully implemented throughout 
the commonwealth. 


Next Month in COLUMNS: Architects’ Q and 
AS about the New Building Codes. 


ABC’s OF THE PA UNIFORM 
CONSTRUCTION CODE 


Alphabet Soup - A Glossary of Acronyms 


1 8 | The Pennsylvania Department of Labor & 
Industry. L & I's Fire & Panic Regulations are not a 
construction code as much as safety regulations in 
building layout. 


BOCA Building Officials and Code Administra- 
tors, International — publishers of the BOCA Family 
of Model Building Codes (Building, Mechanical, 
Fire Protection, etc.). It is no longer published and 
has been subsumed into the ICC. 


CABO Council of American Building Officials — 
the original Secretariat of the CABO/ANSI 
Accessible Standards, and more familiarly, the 
mode! One- and Two-Family Dwelling Code. Now 
included under the ICC umbrella. 


UCC Uniform Construction Code - 
Pennsylvania's title for the family of codes and 
regulations authorized under Act 45 of 1999. 


ICC International Code Council. This new 
organization is comprised of three former model 
codegroups: BOCA, whose codes were used mainly 
in the eastern US and the Great Lakes region; ICBO, 
whose Uniform Building Code (UBC) has been 
used in western and Midwestern states; and SBCCI, 
whose Standard Building Code was adopted in the 
South. 


The Council promulgates the new ICC Family of 
codes that replace the regional model codes: 


IBC International Building Code 


IRC International Residential Code 
IMC International Mechanical Code 
IPC International Plumbing Code 


ICCEC ICC Electrical Code 

IECC International Energy Conservation Code 

IFC nternational Fire Code 

IPCBF — Int Performance Code for Buildings and 
Facilities 

IFBC International Fuel Gas Code 


IUWIC — International Urban-Wildland Interface 
Code 


IEBC International Existing Building Code 


CHATHAM COLLEGE 


ready for graduate schoo 


ENROLL IN THE COEDUCATIONAL 
MASTER OF LANDSCAPE ARCHITECTURE PROGRAM 
AT CHATHAM COLLEGE 


₪ The only landscape architecture program in Pittsburgh 

₪ Earn a professional, applied degree leading to licensure 

₪ Enroll full- or part-time; evening classes 

₪ Curriculum emphasizes environmental concerns and sustainability 

₪ Courses include Landscape Ecology, Historic Landscape Preservation, Soil 
Science, and Community Design of Public Landscape 

m Field work and design integral to curriculum 

m Study in the College’s 32-acre campus arboretum, the alma mater of 
environmentalist Rachel Carson 

m Small class size and personal attention from qualified faculty 


m Free parking in evenings 


MASTER OF ARTS IN LANDSCAPE STUDIES ALSO AVAILABLE 


ENROLL NOW FOR SUMMER OR FALL 2004 


www.chatham.edu m 800-837-1290 m admissions@chatham.edu 
Woodland Road ₪ Pittsburgh, PA 15232 


READY TO CHANGE YOUR WORLD 
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AIA PITTSBURGH PRESENTS 


BUILD 


pittsburgh 


WHY YOU NEED TO BE THERE! 


Build Pittsburgh is a two day conference (formerly TRI-AIA) with informative, issue- 
oriented presentations and discussions. An opportunity to learn, grow and network with 
the region's top professionals. (EARN UP TO 11 AIA/CES LU HOURS AND HSW CREDITS!) 


feature 


Catching Up with Keynote Speaker John Craig 


John Craig, keynote speaker for Build 


Pittsburgh, recently retired as the executive 


editor of the Pittsburgh Post-Gazette and 


now devotes full-time efforts to the boards of 


three organizations that affect change in the 


design and development of the region: The 
Riverlife Task Force, The Port of Pitts- 
burgh, and the Steel Industry Heritage 


Corporation. In an interview with Col- 


umns, Craig talked about his work, 


updating the myriad accomplishments of the 


Riverlife Task Force and what they need the 


MOST now. 
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When asked about priorities of The 
Riverlife Task Force, Craig offered the 


following: 
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Within that boundary, of co 


urse, lies Three Rivers Park. At 


a recent City Council meeting Craig used Russian nesting 


dolls as a prop to drive home his point of viewing it as a 


regional asset and how the Port of Pittsburgh can help in 


its development. If you co 


the six-county area and fin 


= 


ould encapsulate all. 


regional asset,” says Craig 


mined what kind of park i 


but we're getting there. Both 
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he adds. 


nsider the smallest doll Point 


State Park, the rest of the nesting dolls in order of increas- 
ing size would be Three Rivers Park, the Pittsburgh Pool, 


ally the 11-county area which 


“If you think of that in those terms, you're looking at it as a 


. Although it is yet to be deter- 


t is—county, state, federal or 


even a different entity. “There’s no consensus on this yet 


city and county have no money. 


They have no problem with developing projects. But tak- 


lity for it makes them nervous,” 


“We've got to figure out a way to do that. There's much to 


recommend it to be more than a city park.” 


As the work progresses 0 
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Friday, April 23, 2004 


7:30 - 8:30 AM 
Registration and Continental Breakfast 


8:30 - 9:30 AM 

KEYNOTE: The Challenges Facing 
Architects in Our Region. John Craig, Former 
Editor, Pittsburgh Post-Gazette, Co-Chair, 
Riverlife Task Force. 


9:30 - 11:00 AM 

SESSION 1: CHOOSE ONE 

₪ Increasing Civic Design Quality in Our Region 
₪ [he Pitfalls of Offering Partial Services 

W Green Roof Specification Standards 


11:00 - 11:30AM 
Break 


11:30 AM - 12:30 PM 
SESSION 2: CHOOSE ONE 


₪ Pittsburgh's Breeding Ground for Green 
Clients 


W The Difficulties and Risks in Project Closeout 
₪ Architectural Woodworking: An Overview 
12:30 - 1:30 PM 


Lunch in the Atrium of the Union Trust Building, 
included with your registration. 


1:30 - 3:00 PM 
SESSION 3: CHOOSE ONE 


m Creating Health and Wellness in Our 
Communities 


₪ Value Engineering: It's Neither Value or 
Engineering—Discuss! 


m New Perspectives in Green Architectural 
Products 


3:00 - 3:30 PM 
Break 


3:30 - 5:00 PM 
SESSION 4: CHOOSE ONE 


₪ Award Winning Architecture in Pittsburgh 


W Where is Continuing Education for Architects 
Headed 


W New Lighting Technologies 


5:00 — 7:00 PM 
Build Pittsburgh Happy Hour: Gather with your 
colleagues for drinks and hors d'oeuvres. 
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Saturday, April 24, 2004 


8:30 - 9:00 AM 
Registration 


9:00 - 10:30 AM 
SESSION 1: CHOOSE ONE 


₪ A New Recreational Hub: What's in Store for 
Point State Park 


₪ Owner-Drafted Agreements or Highly 
Modified AIA Agreements 


₪ Lightweight Concrete 


10:30 - 11:00 AM 
Break 


11:00 AM - 12:30 PM 

SESSION 2: CHOOSE ONE 

₪ Coming of Age for Riverlife 

m What Does the Owner Expect (of us)? 
₪ Tensile Membranes in Architecture 
12:30 - 1:30 PM 


Lunch in the Atrium of the Union Trust Building, 
included with your registration. 


1:30 - 3:00 PM 
SESSION 3: CHOOSE ONE 


₪ Getting Around in 2020: An Update on 
Regional Transportation Planning 


₪ How to Maximize the Impact of Interviews 
and Presentations 


m Emerging Technologies: Are Your Designs 
Wired, Tired or Inspired? 


Registration 
information at 
www.aiapgh.org 
or call AIA Pittsburgh 
at 412-471-9548. 


APRIL 23 — 24 UNION TRUST BUILDING 


DESIGN QUESTIONS? 


CONCRETE ANSWERS. 


A crowded building site. A tight schedule. An incredibly complicated mixed-use structure consisting of a surgery center above 
a precast parking garage. With HIGH Concrete’s collaboration from the start, this complex set of project objectives was met— 
and exceeded. The combination of HIGH'S full-service support staff, expert assistance in all phases of a project—from design 
to erection—and the structural and fire performance of precast components such as HIGH's MEGA-Tee Longspan Structural 
System, gives architects, engineers, contractors, and owners the flexibility to explore unique solutions while ensuring that the 
job is completed on schedule and on budget. HIGH—the building team's precaster. For more information on this project, call 
us at 800-PRECAST. 


HIGH CONCRETE = INNOVATIONS & ANSWERS = CALL US AT 800-PRECAST 


Ti 


HIGH CONCRETE STRUCTURES, INC. 


www.highconcrete.com 


breaking ground 


From the Firms 
Burt Hill Kosar Rittelmann announced that the Alliance Community 


Hospital Project (below) began the final phase in Butler, PA which includes the completion 


of the hospital and nursing home exterior shell and interior fix-up. The completion date is 
early fall of 2005. 


Burt Hill Kosar Rittelmann has also been selected by First National Bank in Butler, PA 
to design a new 5,800 sf branch office for the bank. 


WTW Architects has been selected to design the major renovations for Glenville State 
University’s Heflin Student Union (below) in Glenville, West Virginia. The renovation of the 
60,000 sf student center should be completed by fall of 2005. Project costs are estimated 
at $7 million. 


Heflin Student Union 
Second Floor 


ndiana University of Pennsylvania selected Perkins Eastman as the architect for the 
new Living/Learning Center which will replace the existing Old Main Building on the 
Punxatawny campus. The 36,500 sf building, costing approximately $4.8 million, will be 
planned to link to future replacement student housing on campus. 
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Perkins Eastman has also completed a Prospectus Development Study for the redevel- 
opment of the Thousand Islands Port of Entry into the United States from the Canadian 
border. The study recommends replacement of the existing border crossing station at Al- 
exandria Bay, New York with new facilities better suited to growing traffic volume and 
stricter security procedures. Construction is anticipated in 2006. 


Business Briefs 
Astorino hired Gary M. Acord, AIA as principal and vice president and 


Beth Nelson as project manager in their healthcare architecture group. John Reese has 
been promoted to department head in the electrical engineering group. 


GOLDCAMP 


Astorino also hired John Goldcamp to their telecommuni- 
cations staff. Noelle Weber and Kim Kalkowski join the firm's 
marketing department. 


Robert E. Beckjord, AIA has returned to Astorino as 
senior vice president of design. 


BECKJORD 


When AIA Contract Documents are in force, 
everyone’s interests are in balance. 


AIA Contract Documents were created system is as effective at keeping 
from a consensus of contractors, projects running smoothly and 
developers, lawyers, and architects. finishing successfully. They're 
They have been = available in paper 
written expressly to ; | | or electronic 
balance the interests , N | form, with flexible 
of all parties. They mh j pricing. Plus, 


cover all phases D our new software 


of a project from 1 5 \ 4 meee release features full 


beginning to end. | pa Microsoft® Word 
And, they have been | / -% functionality and 
Clarified by 115 improved navigational 
years of legal precedent. Courts aids, as well as formatting and 

have recognized their legal legitimacy collaboration options. To learn more 
time after time. Which is why no or to download the software, go to 


other standard contract document www.aia.org or call 1-800-365-2724. 


ATA Contract Documents 


New software just released. Order now at www.aia.org. 


© Copyright 2003, The American Institute of Architects. Microsoft® and Microsoft® Word are either registered trademarks 
or trademarks of Microsoft Corporation in the United States and/or other countries. 


breaking ground 


Michael A. Cherock, has 
joined the staff of L. Rob- 
ert Kimball & Associ- 
ates, Architect and En- 
gineers, Inc., as an elec- 
trical engineer in the firm's 
downtown Pittsburgh office. 
Cherock is a LEED accred- 
ited design professional. 


CHEROCK 


Perkins Eastman hired George Rieke as an intern architect. Rieke is a graduate of Carnegie 
Mellon University. 


Susan McCullum and Jo- 
seph German are two new 
architects to join the staff of 
WTW Architects. 


LLI Technologies, Inc. 
named Gary E. Jones, 
AIA, Samuel A. Trettel, 
Brandon J. Miles and Todd 
Sherwin associates of the 


McCULLUM 


firm. 


Master Builders’ Associa- 
tion announced the Board of 
Directors for 2004. Presi- 
dent is Joseph E. Burchick 
of Burchick Construction 
Company. 
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Kudos 
Urban Design Associates is featured in The National Building Museum 


in Washington, D.C. UDA’s Westbury Neighborhood (above) will appear in the exhibit 
“Affordable Housing: Designing an American Asset.” This exhibit, which showcases low 
cost housing projects with quality design that benefit the community, will run through 
August 8, 2004. 


Kingsland Scott Bauer Associates was selected to receive a Product of the Year 
award by Call Center Magazine for their Performance Design methodology. The firm de- 
veloped a research-based approach to designing call centers and information technology 
environments. 


L. Robert Kimball & Associates, Architects and Engineers, Inc. has been ranked 
among the world's biggest and best practices by World Architecture magazine. Kimball is 
listed 174" on the magazine's annual “Top 200 Practices” survey, moving up from number 
200 last year. 


The National Association of Home Builders, Seniors Housing Council announced that 
Perkins Eastman won the 2004 Best of Seniors Housing Design Awards for its award- 
winning designs of Masonic Village at Sewickley, Sun City Kashiwa Il, Rockwood Retire- 
ment Community and Collington Episcopal Life Care Community. 


Stefani Danes, AIA and Gerard Schmidt of Perkins Eastman have received their 
LEED Accreditation from the USGBC. 


Arch Pelley, AIA of Perkins Eastman has been elected to serve as president of the 
Regent Square Civic Association. — By Maya Haptas 
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PROJECTS OF MERIT 


St 


Associated Builders 
and Contractors, Inc. 


Western 
Pennsylvania 
Chapter 


412-231-1446 


www.abcwpa.org 


Associated Builders and Contractors of BRIDGES partnered with DLL Group and Rothschild Associates, starting at the preliminary design 


WPA members are part of a 1700 phase to build the Merryheart Senior Living Residence located on a four acre property in Baldwin 
member company network in Boro. The 79,000 sq. ft., U-Shaped structure contains a striking three-story entranceway 
Pennsylvania and a 23,000 member enhanced by decorative railings and stained glass medallions. The atrium itself features a 
l ground floor fireplace, lounge and a two-toned glass curtain wall. The 90-unit Residence, offers 
four-different types of apartments, offices, activity rooms, and a large semi-circular dining 
company information is available to room. The outside is surrounded by a walk-way for residents to stroll, and a large patio leading 
customers for construction projects on to a gazebo and courtyard. 


company network nationally. Member 


the internet at www.abc.org or 
: This project won the local ABC Chapter Excellence in Construction Award as one of the Best 


Mains Design Build Construction Projects in the Tri-State Area. 


* Fire Resistant אש‎ k Design Flexible 
* Low Maintenance | S Superior Longevity 
* Duroble & Safe j È Cost Effective 


* Aesthetically Valuable - 3 Fast Construction Time 


The Right Way 


Constructed by Experienced Union Craftworkers & Contractors 


team International Masonry Institute 300 Northpointe Circle, # 303 
Seven Fields, PA 16046 


- : Ph: (724) 776-1930 
We Build For Life Fax: (724) 776-4963 
btrimble@imiweb.org 
Hee For answers to your masonry questions, call 1-800-IMI-0988. www.imiweb.org 


calendar 


CALENDAR 


AIA ACTIVITIES 


APRIL 2, FRIDAY 

AIA Communications Committee Meeting, 
Noon at the Chapter office. All members are 
welcome 412-471-9548. 


APRIL 13, TUESDAY 

AIA Pittsburgh Board Meeting, 5 p.m. at the 
Chapter office. All members are welcome 412-471- 
9548. 


APRIL 23-24, FRIDAY-SATURDAY 

Build Pittsburgh, 8 a.m.—5 p.m. on Friday, 
8:30 a.m. — 3 p.m. on Saturday at Union Trust 
Building, Downtown Pittsburgh. The theme of this 
two day conference is “Sharing Knowledge, 
Shaping Community." Breakfast and lunch will be 
provided. All members are welcome. Fulfills 11 
CES credits. Please call AIA Pittsburgh at 
412-471-9548 for more information and 
registration. 


AROUND TOWN 


APRIL 13, TUESDAY 

CSI Meeting. Twelve industry members will give a 
five minute presentation on a new product or 
current topic of interest. The event is at the Holiday 
Inn in Greentree at 6 p.m. Cost is $25/person. 
Please RSVP to Deborah Merges at 412-855-0928 
by April 8. 


APRIL 14, WEDNESDAY 

SDA Members Meeting. Please join SDA at their 
Members meeting from 12 — 1:30 p.m. at the 
Engineers Club. Cost is $17/members, $19/non- 
members. There will also be a tour of the O'Reilly 
Theater. For more information, please email Terra at 
timQr3a.com. 


APRIL 14, WEDNESDAY 

SMPS Workshop. Jeffery Culpepper, an exhibit 
design consultant of Skyline Displays, will provide 
helpful hints on how to work an exhibit booth and 
what is important to make you more effective in 
selling your company. Breakfast begins at 7:30 
a.m., followed by a presentation from 8-9 a.m. 
SMPS members $35; non-members $50. For more 
information, please contact Mary Ann Berg at 
412-330-2348 or email 
mberg@mascaroconstruction.com. 
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Professional Engineering Services 
in Acoustics & Vibrations 


William R. Thornton, Ph.D., P.E. 
Consulting Engineers in Acoustics & Vibrations 


" 
Architectural Acoustics Analysis & Design 
Theater & Auditorium Room Acoustics 
School Acoustics & Noise Transmission 
Building Acoustics & Noise Transmission 
MRI & Sensitive Instrument Vibrations 
Vibration Measurement & Control 
HVAC Noise & Vibration Control 
Community Noise Measurement 
Environmental Impact Studies 
Noise Control Engineering 
Industrial Noise Control 
Measurement & Testing 
Product Development 
Training Seminars 
Expert Witness 


724.265.2000 Pittsburgh 
www.acoustics-vibrations.com 
wrt@acoustics-vibrations.com 


William R. Thornton, Ph.D., P.E. 


Consulting Engineers in Acoustics & Vibrations 


250 Shagbark Drive 
RD1 Cheswick, PA 15024 


UA SM DIRECTORY 


₪ ALLEGHENY CONSTRUCTION 

GROUP, INC.* 

456 Washington Avenue, PO Box 425 
Bridgeville, PA 15017 

PHONE: 412-221-0500 FAX: 412-221-0188 
CONTACT: Laura S. Deklewa 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations / Pre-engineered Metal 
Buildings / Certified DBE/WBE 


| BRIDGES’ 

1300 Brighton Road, Pittsburgh, PA 15233 
PHONE: 321-5400 FAX: 321-9823 

CONTACT: Paul R. Bridges/Gus Marquart 

VISIT: www.BRIDGESPBT.com 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations 


₪ BURCHICK CONSTRUCTION CO., INC." 
500 Lowries Run Road, Pittsburgh, PA 15237 
PHONE: 369-9700 FAX: 369-9991 

CONTACT: Joseph E. Burchick 

E-MAIL: burchick@burchick.com 

VISIT: www.burchick.com 

Commercial / Construction management 
General / Industrial / Interior / Renovations 


W R.E. CRAWFORD CONSTRUCTION 
1046 Pittsburgh Street, Springdale, PA 15144 
PHONE: 724-274-5000 FAX: 724-274-2323 
CONTACT: Tom Chunchick 

E-MAIL: tomchunchick@recrawford.com 
Commercial / Construction management 
General / Interior / Renovations 


₪ JOHN DEKLEWA & SONS, INC.* 

1273 Washington Pike, P.O. Box 158 

Bridgeville, PA 15017-0158 

PHONE: 412-257-9000 FAX: 412-257-4486 
CONTACT: David Deklewa 

WEB SITE: www.deklewa.com 

General construction / Construction 
Management / Design-Build / Development 
Services 


DODSON 


ENGINEERING, INC. 


₪ DYNAMIC BUILDING CORPORATION? 
51 Pennwood Place, Suite 200 

Warrendale, PA 15068 

PHONE: 724-772-9020 FAX: 724-772-5770 
CONTACT: Judith Nadeau 

E-MAIL: jnadeau@dynamicbuilding.com 
Commercial / Construction management 
General / Industrial / Interior Renovations 
Multi-Family 


₪ FLYNN CONSTRUCTION, INC. 

600 Penn Avenue, Pittsburgh, PA 15221 

PHONE: 243-2483 FAX: 243-7925 

CONTACT: Tom O'Connor 

Commercial / Construction Management 
Exterior / General / Interior / Renovations 


₪ GENERAL INDUSTRIES? 

15 Arentzen Blvd., Charleroi, PA 15022 

PHONE: (724) 483-1600 FAX: (724) 483-0990 
CONTACT: Donald lvill, divill@genindustries.com 
VISIT: www.genindustries.com 
Design-Build/Commercial Building 
Contractors 


₪ HARCHUCK CONSTRUCTION CO., INC. 
705 Route 66, Building Il, Suite 222, 

Apollo PA 15613 

PHONE: (724) 727-3700 FAX: (724) 727-2800 
CONTACT: David A. Harchuck 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations 


W A. RICHARD KACIN, INC.* 

795-22 Pine Valley Drive, Pittsburgh, PA 15239 
PHONE: 724-327-6694 FAX: 724-733-5993 
CONTACT: A. Richard Kacin, Pres. 
Commercial / Construction management 
General / Industrial / Residential 


₪ KUSEVICH CONTRACTING, INC. 

3 Walnut Street, Pittsburgh, PA 15223 
PHONE: 412-782-2112 FAX: 412-782-0271 
CONTACT: George Kusevich, Jr. 

E-MAIL: gkjr@kusevich.com 

VISIT: www.kusevich.com 

Commercial / General / Renovations 
Education 


Consulting Engineers 
420 One Chatham Center 


* Member of the MASTER BUILDERS’ ASSOCIATION. 
t Member of ASSOCIATED BUILDERS AND CONTRACTORS, INC. 
A LISTING OF AREA CONTRACTORS AND THEIR PROFESSIONAL SERVICES. To include your firm in this directory, call AIA Pittsburgh at 412-471-9548. 


₪ MARCO CONTRACTORS, INC. 

100 Commonwealth Drive P.O. Box 805 
Warrendale, PA 15095-0805 

PHONE: 724-741-0300 x.27 FAX: 724-741-0335 
CONTACT: Erica Gillis 

E-MAIL: egillis@marcocontractors.com 

VISIT: www.marcocontractors.com 

Commercial / Construction management 
Interior / Renovation / Restaurants / Retail 


₪ MASSARO COMPANY 

120 Delta Drive, Pittsburgh, PA 15238 

PHONE: 412-963-2800 FAX: 412-599-0034 
CONTACT: Steven Massaro 

VISIT: www.massarocompany.com 
Commercial / Construction management 
General / interior / Renovations 
Design/Build 


₪ MISTICK CONSTRUCTION? 

1300 Brighton Road, Pittsburgh, PA 15233 
PHONE: 322-1121 FAX: 322-9336 

CONTACT: D. Thomas Mistick 

Commercial / Construction management 
Exterior / General / Interior / Renovations 
Residential 


₪ NELLO CONSTRUCTION COMPANY" 
100 Houston Square, Suite 200 

Cannonsburg, PA 15317 

PHONE: 724-746-0800 FAX: 724-746-1966 
CONTACT: Janet Torriero 

VISIT: www.nello.net 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations 


₪ SOTA CONSTRUCTION SERVICES INC.* 
80 Union Avenue, Pittsburgh, PA 15202 

PHONE: 412-766-4630 FAX: 412-766-4634 
CONTACT: Ernie Sota 

E-MAIL: esota@sotaconstruction.com 

VISIT: www.sotaconstruction.com 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations 


Pittsburgh, Pennsylvania 15219 
Phone: 412-261-6515 
Fax: 412-261-6527 


SPECIALIZING IN HVAC, PLUMBING & FIRE PROTECTION DESIGN 


E TEDCO CONSTRUCTION CORPORATION" 
TEDCO Place, Carnegie, PA 15106 

PHONE: 412-276-8080 FAX: 412-276-6804 
CONTACT: James T. Frantz 

VISIT: www.tedco.com 

Commercial / Construction management 


₪ TORRIERO CONSTRUCTION 

100 Houston Square, Suite 102 

Cannonsburg, PA 15317 

PHONE: 724-746-0800 FAX: 724-746-1966 
CONTACT: Gino Torriero 

E-MAIL: gino@torrieroconstruction.com 

VISIT: www.torrieroconstruction.com 
Commercial / Construction management 
Exterior / General / Interior / Renovations 


₪ TURNER CONSTRUCTION COMPANY " 
Two PNC Plaza, 620 Liberty Ave., 

27th Floor, Pittsburgh, PA 15222-2719 

PHONE: 412-255-5400 FAX: 412-255-0249 
CONTACT: Joseph Milicia, Jr. 

Commercial / Construction management 
General / Industrial / Interior / Renovations 


₪ VOLPATT CONSTRUCTION 
CORPORATION" 

250 Curry Hollow Road, Pittsburgh, PA 15236 
PHONE: 412-653-5454 FAX: 412-653-5755 
CONTACT: Raymond A. Volpatt 

E-MAIL: rayjr@volpatt.com 

VISIT: www.volpatt.com 

Commercial / Construction management 
Exterior / General / Industrial / Interior 
Renovations 
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SPECIALIZING IN METAL 
ARCHITECTURAL DETAIL FOR 
COMMERCIAL, RESTAURANT 
AND RESIDENTIAL SPACES. 


ADVERTISE 
IN 
COLUMNS 


Furniture 

Stairways, Railings 

Point of Purchase Displays 
Monumental Doors 
Environmental Graphics 


REACH THE 
PROFESSIONALS YOU 
WANT TO REACH 


Precise execution of your design. 


Stainless Steel 
Mild Steel 
Copper 
Bronze 
Aluminum 

e 


REASONABLE RATES 
CALL AIA PITTSBURGH 
AT 412-471-9548. 


80 Hafner Avenue, Pittsburgh, PA 15223 
Tel: (412) 799-0228 Fax: (412) 782-1104 
varamg@bellatlantic.net 
www.techniquemfg.com 


DISPLAY ADVERTISING * INSERTS * DIRECTORY LISTINGS 


THE MASTER BUILDERS ASSOCIATION OF WESTERN PENNSYLVANIA (MBA) 


LET’S DO LUNCH... 
At Your Place! 


If you have 45 minutes, we have some food for thought 
about today’s construction market conditions, the 
customer-oriented MBA trades and bottom line issues 
that impact architects and owners. 


You supply the Audience. We’ll supply the Lunch. 
To schedule a free lunch at your place, contact Ann 
WESTERN 


PME ANE Billak, Master Builders' Association at 412-922-3912 
DNE or abillak@mbawpa.org 


www.mbawpa.org 412-922-3912 


DIRECTORY 


A LISTING OF AREA ENGINEERS AND THEIR PROFESSIONAL SERVICES. To include your firm in this directory, call AIA Pittsburgh at 412-471-9548. 


₪ ALLEN & SHARIFF CORPORATION 
700 River Avenue, Suite 333 

Pittsburgh, PA 15212 

PHONE: (412) 322-9280 FAX: (412) 322-9281 
CONTACT: Anthony E. Molinaro, P.E. 
Consulting / Electrical / Mechanical 
Telecommunications 


₪ BARBER & HOFFMAN, INC. 

215 Executive Drive Suite 202 

Cranberry Twp. PA 16066 

PHONE: (724) 741-0848 FAX: (724) 741-0849 
CONTACT: Michael R. Miller, P.E. 

E-MAIL: BHP@barberhoffman.com 
Consulting / Structural 


₪ BRACE ENGINEERING, INC. 
3440 Babcock Boulevard, Box 15128 
Pittsburgh, PA 15237 

PHONE: 367-7700 FAX: 367-8177 
CONTACT: Frank C. Brace 
Structural 


₪ BURNS ENGINEERING, INC. 

Penn Center West, Building Three, Suite 100 
Pittsburgh, PA 15276 

PHONE: 412-788-8200 FAX: 412-788-8864 
CONTACT: Raymond H. Meucci, PE 

E-MAIL: rmeucci@burns-group.com 

VISIT: www, burns-group.com 

Consulting / HVAC / Plumbing / Fire 
Protection / Electrical 
Telecommunications / Civil / Structural 
Construction Management 


₪ CIVIL 8 ENVIRONMENTAL 
CONSULTANTS, INC. 

333 Baldwin Road, Pittsburgh, PA 15205 
PHONE: 412-429-2324 FAX: 412-429-2114 
CONTACT: Gregory P. Quatchak, P.E. 

Civil / Geotechnical / Surveying 
Environmental / Construction Consulting 
Testing & Inspection 


₪ CJL ENGINEERING 

416 Main Street, Suite 200 

Johnstown, PA 15901-1828 

PHONE: 814-536-1651 FAX: 814-536-5732 
PGH. OFFICE PHONE: 412-262-1220 

PGH. OFFICE FAX: 412-262-2972 

CONTACT: Matthew R. Sotosky, P.E 
www.dynamic-engineering.com 

Consulting / HVAC / Plumbing / Fire 
Protection / Electrical / Telecommunications 
Building Audits / LEED Accredited 
Professionals 


₪ CLAITMAN ENGINEERING ASSOC., INC. 
1340 Old Freeport Road, Pittsburgh, PA 15238 
PHONE: 412-963-6700 FAX: 412-963-7217 
CONTACT: Robert Rosenthal 

Consulting / HVAC / Plumbing / Fire 
Protection / Electrical 


₪ CONWAY ENGINEERING 
Investment Building 

235 4th Avenue, Suite 1408 
Pittsburgh, PA 15222 

PHONE: 765-0988 FAX: 765-2530 
CONTACT: Bob Conway 
Consulting / Structural 


₪ DODSON ENGINEERING, INC. 

420 One Chatham Center, Pittsburgh, PA 15219 
PHONE: 412-261-6515 FAX: 412-261-6527 
CONTACT: Gregory L. Calabria, P.E. 
Consulting / Mechanical 


₪ ENGINEERING MECHANICS, INC. 

4636 Campbells Run Road, Pittsburgh, PA 15205 
PHONE: 788-3650 FAX: 787-5891 

CONTACT: Daniel Grieco, Jr., P.E 

Testing & Inspection / Geotechnical 
Consulting / Environmental 

Blasting Vibrations 


₪ FAHRINGER, McCARTY, GREY, INC. 
1610 Golden Mile Highway 

Monroeville, PA 15146 

PHONE: 724-327-0599 FAX: 724-733-4577 
CONTACT: Dale K. Earl 

E-MAIL: design@fmginc.us 

Landscape Architecture / Site Master 
Planning / Civil / Consulting 


₪ FIRSCHING, MARSTILLER, RUSBARSKY 
AND WOLF ENGINEERING, INC. 

2 Parkway Center East 

2030 Ardmore Boulevard, Suite 250 

Pittsburgh, PA 15221 

PHONE: 271-5090 FAX: 271-5193 

CONTACT: Daniel J. Wolf / David D. Rusbarsky / 
Ted Marstiller, P.E. 

Consulting / HVAC / Plumbing 

Fire Protection / Electrical 
Telecommunications 


₪ GAI CONSULTANTS, INC. 

570 Beatty Road, Monroeville, PA 15146 

PHONE: 412-856-9220 FAX: 412-372-2161 
CONTACT: Anthony F. Morrocco, PE/PLS 

Testing & Inspection / Civil / Construction 
Monitoring / Consulting / Environmental / 
Geotechnical / Structural / Transportation / 
Archaeological / Surveying 


₪ THE GATEWAY ENGINEERS, INC. 
1011 Alcon Street, Pittsburgh, PA 15220 
PHONE: 921-4030 FAX: 921-9960 

CONTACT: Rose Griffin 

Civil / Testing & Inspection / Consulting 
Environmental 


₪ HORNFECK ENGINEERING, INC. 
1020 North Canal Street, Pittsburgh, PA 15215 
PHONE: 781-1500 FAX: 781-5593 

CONTACT: Richard W. Petrie, P.E. 

Consulting / Electrical / Instrumentation 
Lighting / Telecommunications 


B JSA 

6450 Steubenville Pike, Pittsburgh, PA 15205 
PHONE: 412-788-1500 FAX: 787-5960 
CONTACT: Christopher DiCianna 

Consulting / Electrical / Mechanical 
Telecommunications / Commissioning 


₪ THE KACHELE GROUP 

1014 Perry Highway, Suite 100 

Pittsburgh, PA 15237 

PHONE: 412-369-9020 FAX: 412-369-9021 
CONTACT: Tony Moscollic 

Structural 


₪ L. ROBERT KIMBALL & ASSOCIATES 
Architects and Engineers 

CORAOPOLIS OFFICE: 

415 Moon Clinton Road, Coraopolis, PA 15108 
PHONE: 412-262-5400 FAX: 412-262-3036 
CONTACT: Emil R. "Jack" Lerch, PE 
DOWNTOWN PITTSBURGH OFFICE: 

Frick Building - North Mezzanine 

437 Grant Street, Pittsburgh, PA 15219 

PHONE: 412-201-4900 FAX: 412-201-2338 
CONTACT: Christopher R. Haupt, AIA 

WEB SITE: www.Irkimball.com 

Civil / Site / Water / Wastewater / Indoor 
Air Quality / Environmental Site 
Assessments / Land Development 
Industrial Hygiene and Safety / Mechanical 
Electrical / Structural / Telecommunica- 
tions / Geotechnical / Transportation 


₪ MURRAY ASSOCIATES, INC. 

413 Penn Avenue, Turtle Creek, PA 15145 
PHONE: 412-823-2020 FAX: 412-824-7302 
CONTACT: Jack G. Murray, P.E. 
Geotechnical / Civil / Environmental 
Structural / Testing & Inspection 
Forensic 


₪ PROFESSIONAL SERVICES 
INDUSTRIES, INC. (PSI) 

850 Poplar Street, Pittsburgh, PA 15220 
PHONE: 412-922-4000 FAX: 412-922-4013 
CONTACT: Thomas G. Ali, P.E. 

E-MAIL: tomali@psiusa.com 

WEB SITE: www.psiusa.com 

Testing & Inspection / Consulting 
Environmental / Geotechnical 


₪ RAY ENGINEERING 

1841 Universal Road, Pittsburgh, PA 15235 
PHONE: 412-795-5972 FAX: 412-792-5974 
CONTACT: Richard A. Yates, P.E. 
Consulting / Mechanical / Electrical 
Plumbing / Telecommunications 
LEED Building Design / Sustainable 
Building Design / Energy Analysis 
Building Commissioning 


₪ TAYLOR STRUCTURAL ENGINEERS 
250 Mt. Lebanon Blvd. 

Pittsburgh, PA 15234 

PHONE: 412-344-1889 FAX: 412-344-4898 
CONTACT: Dirk A. Taylor 

E-MAIL: pkoval@taylorstructuralengineers.com 
Structural 


₪ TOWER ENGINEERING 

115 Evergreen Heights Drive, Suite 400 
Pittsburgh, PA 15229 

PHONE: 412-931-8888 FAX: 412-939-2525 
CONTACT: Theodore H. Dannerth, P.E. 
Consulting / Electrical / Mechanical 
Telecommunications / Sustainable 
Building Design / Energy Analysis 
Building Commissioning 


₪ TRANS ASSOCIATES ENGINEERING 
CONSULTANTS, INC. 

2419 Baldwick Road, Pittsburgh, PA 15205 
PHONE: 412-937-8070 FAX: 412-937-8071 
CONTACT: Mark J. Magalotti P.E. 

Civil / Consulting / Transportation 


₪ WIDMER ENGINEERING, INC. 

806 Lincoln Place, Beaver Falls, PA 15010 
PHONE: 724-847-1696 FAX: 724-847-0419 
CONTACT: David H. Widmer, President 
E-MAIL: dwidmer@widmerengineering.com 
WEB SITE: www.widmerengineers.com 
Structural / Site Development / Traffic 
Engineering 
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L. Robert Kimball, PE, PLS 


L. Robert Kimball È Associates 


PERSONAL: My wife, Mary Louise, and | are the parents of nine children and the grandparents of twenty-seven, 
most of whom live in western Pennsylvania. Both of my sons work for the firm, as does my daughter Ann, and the 
third generation of family are or have been employees as well. 


served as a U.S. Air Force Captain in World War || with the 100" Bomb Group and as a major in the Korean Conflict. 


When | started the firm as a civil engineering company in 1953, we occupied a two-room office in Ebensburg, PA. 
n 1963 | purchased the former summer home of Pittsburgh's Bissell family, where our headquarters office remains 
to this day, housing over 300 staff. 


y hobbies include oil painting, photography, antique cars, and gardening at our summer home, originally part of 
steel man Charles Schwab's summer residence in Loretto. 


YEARS IN PRACTICE: 56 
EDUCATION: B.S. Civil Engineering, The Pennsylvania State University, 1947 


IF YOU HADN'T BEEN AN ARCHITECT: | would have been a lawyer. | started to work in engineering and 
got sidetracked. 


BEST PART OF YOUR JOB AND WHY: | look forward to coming to work every day. | most enjoy the exciting 
projects we work on and the creative collaboration of our staff. 


FAVORITE CITY AND WHY: Pittsburgh. The appealing thing about the city is its similarity to small towns, its 
unique neighborhoods, and its friendly atmosphere. 


FAVORITE ARCHITECTURE BOOK AND WHY: | use Architectural Graphic Standards frequently as a reference, 

but my favorite is Brunelleschis Dome: How a Renaissance Genius Reinvented Architecture by Ross King. It deals with 
the incredible creativity, resourcefulness, and sheer talent of the goldsmith and clockmaker who solved the challenging 
construction problems of the Cathedral Santa Maria del Fiore in Florence. 


BEST GIFT TO GIVE AN ARCHITECT AND WHY: Engineering for Dummies, if such a book exists. 
WHAT'S THE NEXT BIG ARCHITECTURAL TREND AND WHY: High performance sustainable green design. Given the 


critical need for stewardship of the environment and the impact of energy consumption, air quality, and lighting on 
performance and health, green design is clearly the prescription for future generations. 


Anne J. Swager, Hon. AIA, Robert Kimball and Jeff — WHAT’S YOUR PRESCRIPTION FOR SUCCESS: There are 4 principles | try to instill in each one of our employees: 
Kimball at the AIA Middle PA picnic. 


Have a goal: Be persistent; Know when to change direction; and Enjoy your work 


| WOULD LIKE TO BE REMEMBERED: As a person who started an engineering company a half century ago that has 
become a world-class architecture and engineering firm. 


I SUPPORT AIA BECAUSE: | believe that it is extremely important for architects and engineers to know each other and 
to support each other's work. As an associate member of the Middle PA chapter of AIA, I try to bring the two entities 
together every summer at our home in Loretto to network and share ideas. 


x FE‏ ב 


Hyatt Regency Pittsburgh International Airport 


Haa Eil DIRECTORY 


A LISTING OF AREA BUSINESSES AND THEIR PROFESSIONAL SERVICES. To include your firm in this directory, call AIA Pittsburgh at 412-471-9548. 


CADD SERVICES 


₪ KG DRAFTING SERVICES 

507 West 3rd Avenue, Dairy, PA 15627 
PHONE: 724-694-8366 FAX: 724-694-0209 
CONTACT: Katrina Gray 

CADD Services 


FINE APPLIANCES 


₪ DORMONT APPLIANCE CENTERS 
2875 West Liberty Ave., Pittsburgh, PA 15216 
PHONE: 412-531-9700 (South) 
412-369-0200 (North) 

FAX: 412-531-5695 

CONTACT: Michael Galvin 

E-MAIL: dacdesk@aol.com 

VISIT: www.dormontappliance.com 

Over 30 brands of general and fine 
appliances: Sub Zero, Viking, Wolf, Asko, 
GE, Jennair & more. Knowledgeable 


consultants on built-ins and ventilation. | 


LANDSCAPE ARCHITECTS | 


₪ DAHLKEMPER LANDSCAPE 
ARCHITECTS AND CONTRACTORS 

P1650 Norcross Road, Erie, PA 16510 

PHONE: 814-825-3253 FAX: 814-825-0775 
CONTACT: Daniel J. Dahlkemper 

E-MAIL: diac@erie. net 

Athletic Sports Complexes, Environmental 
Green Design, Park and Recreation 
Planning, Site Master Planning, Ordinance 
Development 


₪ KENDALL LANDSCAPE ARCHITECTS 
524 Locust Place, Sewickley, PA 15143 
PHONE: 412-741-5244 FAX: 412-741-0809 
CONTACT: Heather O'Brian or Patricia Kendall 
E-MAIL: design@kendallobrien.com 

Parks and Recreation Planning, 
Residential Landscapes, Site Master 
Planning, Streetscapes 


₪ MARSHALL TYLER RAUSCH LLC 

101 Bellevue Road, Pittsburgh, PA 15229 

PHONE: 412-931-6455 FAX: 412-931-7764 
CONTACT: Cindy Tyler 

E-MAIL: mtr@mtrla.com 

Woran Owned Business, Environmental 
Green Design, Site Master Planning, Estate 
Landscapes, Conservatory Design, | 
Playground and Educational landscapes 


₪ PASHEK ASSOCIATES, LTD. 

619 East Ohio Street 

Pittsburgh, PA 15212 

PHONE: 412-321-6362 FAX: 412-321-9202 
CONTACT: Nancy Lonnett Roman RLA 
E-MAIL: nlonnett@pashekla.com 

VISIT: www.pashekla.com 

Environmental Green Design, Historic 
Preservation, Park and Recreation 
Planning, 5118 Master Planning, 
Streetscapes, Urban Planning 


₪ THE GATEWAY ENGINEERS, INC. 
1011 Alcon Street, Pittaburgh, PA 15220 
PHONE: 412-921-4030 FAX: 412-921-9960 
CONTACT: Jason Jesso 

Civil / Testing & Inspection / Consulting 
Environmental 


| WM. I. FRIDAY 


148 Perrysville Avenue, Pittsburgh, PA 15229 
PHONE: 412-931-7444 FAX: 412-931-2601 
CONTACT: Mark Friday 

Commercial, Industrial, Institutional 
Masonry Work, Brick/Block/Limestone/ 
Granite 


OFFICE FURNITURE 


₪ FRANKLIN INTERIORS 

Suite 600, 2740 Smallman Street, 

Pittsburgh, PA 15222-4720 

PHONE: 412-261-2525 FAX: 412-255-4089 
Complete project and furniture manage- 
ment. Reconfigurations and installations: 
non-union and union. Meeting any budget— 
we are your authorized Steelcase dealer. 


PHOTOGRAPHY | 


| 
₪ MASSERY PHOTOGRAPHY, INC. 
701 Washington Road, Suite 10 | 
Pittsburgh, PA 15228 
PHONE: 412-344-6129 FAX: 412-344-0968 
CONTACT: Ed Massery 
E-MAIL: massphoto@earthlink.net 
WEB SITE: www.edmassery.com 
Interior, Architectural, Construction 
Photography 


REPROGRAPHICS | 


₪ F.L. HAUS COMPANY 

921 Ridge Avenue, Pittsburgh, PA 15212-6093 
PHONE: 412-231-7700 FAX: 412-231-7709 
CONTACT: Mike Collett 

E-MAIL: mcollett@flhaus.com 

WEB SITE: www.flhaus.com 

Plan Room/Construction Management, 
Large & Small Format - Color/Black 8 | 
White Digital Printing/Scanning/Plotting/ 
Copying, Authorized Dealer for OCE 
Equipment - Sales/Service/Supplies, 
Mounting/Laminating, Ploter/Copier - 
Media & Supplies, Advertising Specilaty 
Items/Embroidery/Screen Printing Froms 
Printing, Pick-up and Delivery 


₪ TRI-STATE REPROGRAPHICS, INC. 

907 Penn Avenue, Suite 700, Pittsburgh, PA 15222 
PHONE: 281-3538 FAX: 281-3344 

CONTACT: George R. Marshall 

Document Management, Digital B&W 
Plotting, Blueprinting, Specs/Binding, 
Large & Small Format Color Copies, 
Mounting/Laminating, Supplies, Pickup & 
Delivery 


₪ BUNTING GRAPHICS, INC. 

20 River Road, Verona, PA 15147-1159 

PHONE: 412-820-2200 ext. 240 FAX: 412-820- 
4404 

E-MAIL: jody@buntinggraphics.com 

VISIT: www.buntinggraphics.com 

CONTACT: Jody Bunting 

Fabricated Graphics & Signage, Custom 
Railings & Architectural Metal Work, 
Decorative Truss Work, Cold Cathode 
Lighting, Custom Lighting Fixtures, 
Sculpture & 3D Graphics, Custom 
Fabrication, Latest Technology & Skilled 
Craftsmen. (Local 110,000 Sq. Ft. Mfg. | 
Plant) | 


₪ KOLANO DESIGN 

6026 Penn Circle South, Pgh, PA 15206-3921 
PHONE: 412-661-9000 FAX: 412-661-9606 
E-MAIL: wk@kolano.com 

CONTACT: William Kolano 

WEB SITE: www.kolano.com 

Design of sign & wayfinding systems, 
design standards, fabrication packages and 
contract administration. For facilities, 
corporate, transportation, education, 
medical, retail, government, hospitality 


WATERPROOFING CONTRACTOR 


₪ T-n-D OF PITTSBURGH, INC. 

1422 Frey Road, Pittsburgh, PA 15235 
PHONE: 412-374-1330 FAX: 412-374-1332 
CONTACT: Art Hawk or John Gibbon 

W. PA's selected contractor utilizing 
TREMCO material's "TUFF-N-DRI" 
waterproofing systems. "GUARANTEED 
DRY" 


LIST YOUR SERVICES IN THE 
GENERAL SERVICES DIRECTORY 


With the General Services Directory, 
you can list your business by specialty 
in Columns. List your firm under the 
heading of your choice. 


* Security Systems 

* Blue Prints 

* HVAC 

* Electrical Service 

* Design 

* Roofing 

* Signage 

* Windows and Doors 
* Brick Waterproofing 
* Interior Design 

* CADD Services 

* Lumber 

* Masonry 

* Data 

* Flooring 

* Carpeting 

* Tile 

* Plumbing 


Call AIA Pittsburgh at 
412-471-9548 for details. 


Associated Builders 
and Contractors, Inc. 


Western 
Pennsylvania 
Chapter 


412-231-1446 


www.abcwpa.org 


Safety is important to Associated 
Builders and Contractors of WPA 
members as they participate in the STEP 
award program and Platinum award 
winners are eligible to qualify for 


OSHA partnership. 


CONTACTS: 
RUSS GETTINGS 
RALPH DIBUCCI 


PO. BOX 194 
BADEN, PA 15005 
TEL: (724) 774-2870 
(888) 315-8045 
FAX: (724) 774-2082 


PROJECTS OF MERIT 


Canova Electrical Contracting, Inc. 


The Adelphia Business Solutions Office Building, located in Southpointe, PA is a 
state of the art four-story office building. Canova Electric completed the 
building's electrical power design, and our suggestions to the architect to change 
the lighting from standard 2x4 to indirect lighting helped give the building an 
excellent office lighting environment. This indirect lighting allows the employees 
of Adelphia to work more comfortably and productively since energy efficient 
indirect lighting reduces glare on the computer screens. 


Architect: Gerard/Nagar, Associates Architects 


ALLEGHENY DOOR ENTERPRISES 


Automatic Sliding Door Systems 

Automatic Swing Door packages & operators 
Revolving Doors — security, manual & large diameter 
ICU Sliding Doors 

Complete Sales, Installation, and Service 

24-Hour Service 


Factory authorized distributor for Horton Automatics, 
KM Systems and Boon Edam revolving doors. 
Servicing all brands of automatic/manual doors. 


OVER 5 MILLION SQUARE FEET . 4 


^ Horizon Center - Gerard-Nagar Associates ^ Adelphia Business Solutions - Gerard-Nagar Associates = «Levin Furniture - Desmone & Associates Architects 


» Brush Creek Commons - Scot Kurtz, Architect » Meadow Pointe Plaza - Gerard-Nagar Associates » Crown Communications - L.D. Astorino Associates 


vx 


and counting! 


since 1973, General Industries has successfully built over 
5 MILLION SQUARE FEET of commercial facilities. 


That's equivalent to: 

* 69 Baseball Fields 
or 

* 87 Football Fields 
or 

* 294 Hockey Rinks 


To learn more about the above projects and General 
Industies, visit www.genindustries.cor. 


4 GENERAL 
INDUSTRIES 


GENERAL CONTRACTORS 
> CAN WE BUILD SUCCESS FOR YOUR TEAM? 


FIND OUT MORE ABOUT BUILDING WITH GENERAL INDUSTRIES. CALL DON IVILL AT (724) 483-1600 
15 ARENTZEN BOULEVARD + CHARLEROI, PA 15022 + www.genindustries.com 


